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00  RUEHBC  RUEHDA  RUEHDE  RUEHIHL  RUEHKUK 
DE  RUEHMK  #1717  2701114 
ZNR  UUUUU  ZZH 
O 271114Z  SEP  06 
FM  AMEMBASSY  MANAMA 

TO  RUEHC/SECSTATE  WASHDC  IMMEDIATE  5684 
INFO  RUCNRAQ/IRAQ  COLLECTIVE  PRIORITY 
RHMFIUU/HQ  USCENTCOM  MACDILL  AFB  FL  PRIORITY 
RHBVAKS/ COMUSNAVCENT  PRIORITY 

UNCLAS  MANAMA  001717 

SIPDIS 

SIPDIS 

SENSITIVE 

E.O.  12958:  N/A 

TAGS:  MARR  MOPS  PREL  BA  IZ 

SUBJECT:  BAHRAIN:  CIVILIAN  INVITATION  TO  CENTCOM 

CONFERENCE  ON  IRAQ 

REF:  STATE  155973 

Sensitive  but  unclassified;  please  protect  accordingly.  Not 
for  Internet  distribution. 

(SBU)  Pol/Econ  Chief  September  27  delivered  reftel  invitation 
for  a civilian  official  to  attend  the  Centcom  conference  on 
Iraq  to  MFA  Assistant  Under  Secretary  for  Coordination  and 
Follow  Up  Shaikh  Abdul  Aziz  bin  Mubarak  A1  Khalifa.  Shaikh 
Abdul  Aziz  was  aware  of  the  conference  and  had  already 
instructed  Bahrain's  Ambassador  to  Poland,  resident  in 
Germany,  to  attend  the  Warsaw  meeting. 
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Visit  Embassy  Manama's  Classified  Website: 
http: //www. state . sgov . gov/p/nea/manama/ 
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